Approved For Release 2004/07/08 : CIA-RDP81T00990R000100020063-2 


~ 


oe: HEA was verbally informed on 4 May 1959 that 


no guided missile instrumentation can be identified on Aerial photography 
covering the Aral sk, USSR ares. 


2. It is requested that this requirement be considere completed. 


oe een ee 


Distribution: 
Orig. & 1 - Addressee 
1 - CCS 
1 - MSD Project (P97-59) 
1 - MSD Chrono 
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